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9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203130328 Responds to violations noted in Insp Rept 50-346/91-16. Corrective
actions:individuals involved in event counseled & Procedures DB-PN-00007, "Control
of Work" & NG-EN-00301, "Plant Mod" will be revised.

SHELTON.D.C. Entergy Operations, Inc. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 7pp. 60933:075-60933:081.

9203240258 Responds to NRC 920309 Itr re violations noted in insp rept 50-346/91-
16.Corrective actions:Procedures re work control & plant mod will be revised to allow
for release of sys to operations prior to training completion.

SHELTON.D.C. Centerior Energy. 92/03/09. Document Control Branch (Document
Control Desk). 7pp. 61100:005-61100:011.

9203240048   Forwards   insp   rept   50-346/92-02   on   920107-0218   &   notice   of
violation.item B of concern because personnel operated piece of plant equipment
which affected containment boundary w/o knowledge of operating crew.
KNOP.R.C. Region 3 (Post 820201). 92/03/13. SHELTON.D. Centerior Service Co.
3pp. 61053:155-61053:175.

-9203240056  Notice   of  violation  from  insp  on   920107-021 S.Violations  noted:on
920210, one of four ac power circuit breakers opened making containment hydrogen
analyzer sys inoperable for almost 10 h before operators observed condition.
KNOP.R.C. Region 3 (Post 820201). 92/03/13. 2pp. 61053:158-61053:159.

-9203240061 Insp rept 50-346/92-02 on 920107-021 S.Violations noted. Major areas
inspected:licensee actions on previous insp findings, LER followup,plant
operations.followup of events, radiological controls.emergency preparedness & securi-

JACKIW.I.N. Region 3 (Post 820201). 92/03/13. 16pp. 61053:160-61053:175.

9203240015 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-346/91-16.

MILLER.HJ. Region 3 (Post 820201). 92/03/18. SHELTON.D. Centerior Energy. 1p.
61052:345-61052:345.

R. Periodic operating reports & related correspondence

9203050104 "Davis-Besse Nuclear Power Station Semiannual Radioactive Effluent &
Waste Disposal Rept Jul-Dec 1991." W/undated Itr.
STORZ.LF. Toledo Edison Co. 91/12/31. 62pp. 60840:260-60840:319.

9203020167 Forwards semiannual fitness-for-duty rept for Jul-Dec 1991.
SHELTON.D.C. Centerior Energy. 92/02/25. Document Control Branch (Document
Control Desk). 4pp. 60789:319-60789:322.

9203160019  Monthly operating rept for Feb 1992 for Davis-Besse Nuclear Power
Station,Unit 1.W/920310 Itr.
SARSOUR.B.. STORZ.LF. Toledo Edison Co. 92/02/29. 6pp. 60968:290-60968:295.

S. Reportable occurrences, LERs & related correspondence

9203130232 LER 92-001-00:on 920210,both channels of containment H analyzer inop-
erable & TS 3.0.3 entered.Caused by breaker malfunction.H analyzer AC input breaker
replaced & labeling & access control to circuitry improved.W/920310 Itr.
TURKAL.M.A., STORZ.LF. Toledo Edison Co. 92/03/10. 6pp. 60948:322-60948:327.

9203240268 Special repton 920204,local fire detector alarm panel for fire detection
zone was in trouble indication condition. Cause not determined.Hourly fire watch
patrol established to monitor alarm.

STORZ.LF. Toledo Edison Co. 92/03/19. Document Control Branch (Document Con-
trol Desk). 2pp. 61093:346-61093:347.

V. Operator Examinations

9203050155 Notification of contract execution.task order 140, "Reactor Operator Li-
censing Initial Exams.Davis Besse Nuclear Power Plant," to "Technical Assistance to
Support Licensing Activities." ContractorSonalysts.lnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post 870411),
PULSIPHER.K. NRC - No Detailed Affiliation Given. Tp. 60807:121-60807:125.

-9203050164 Ltr contract NRC-03-89-031,definitizing task order 140, "Reactor Operator
Licensing Initial Exams.Davis Besse Nuclear Power Plant," under contract.
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
20. PETERSEN.L.R. Sonalysts. Inc. 4pp. 60807:122-60807:125.

9203090278 Notifies that JR Cuneo voluntarily terminated employment w/util effective
920204.License SOP-30941 should be terminated.

SHELTON.D.C. Centerior Energy. 92/03/09. Document Control Branch (Document
Control Desk). 1p. 60863:013-60863:013.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp.
61110:314-61110:316.
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F.  Security, medical, emergency & fire protection plans

9203030430 Forwards Emergency Response Data Sys (ERDS) communications descrip-
tion & survey questionnaire & ERDS data point library per 911025 Itr & NUREG-
1394,Rev 1, "ERDS Implementation," respectively.

WOODARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch
(Document Control Desk). 200pp. 60812:195-60812:342.

9203120259 Acks receipt of 920213 Rev 21 to physical security plan. Rev consistent w/
10CFR50.54(p) & acceptable for inclusion in plan.

COLLINS.D.M. Office of Nuclear Material Safety & Safeguards. 92/03/04.
HAIRSTON.W.G. Southern Nuclear Operating Co. 3pp. 60925:311-60925:313.

9203110166 Rev 83 to FNP-O-EIP-8, "On-Call Schedule." W/920306 Itr.
HUDSPETH.J.B.   Southern   Nuclear  Operating   Co.   92/03/06.   11pp.   60897:095-
60897:105.

9203200143 Revised EPIPs.including Rev 84 to FNP-O-EIP-8, "Emergency Communica-
tions," Rev 5 to FNP-O-EIP-9.3, "Personal Computer- Automated Dose Assessment
Method" & Rev 21 to FNP-O-EIP-15, "Emergency Drills." W/920312 Itr.
HUDSPETH.J.B.  Southern  Nuclear  Operating  Co.   92/03/12.   181pp.  61095:001-
61095:182.

9203160287 Forwards Rev 2 to Safeguards Security Contingency Plan.Rev withheld (ref
10CFR50.54(p)(2)).

WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:247-60969:247.

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement-
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)).
WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:254-60969:254.

9203160298 Forwards Rev 6 to Guard Training & Qualification Plan.Rev withheld (ref
10CFR50.54(p)(2)).

WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:253-60969:253.

9203260186 Rev 84 to EPIP FNP-O-EIP-8, "Plant Notification Roster," reflecting first
quarter update of roster by alphabetical & dept code listing.W/920321 Itr.
HUDSPETH.J.B.  Southern  Nuclear Operating  Co.  92/03/21.  200pp.  61129:007-
61129:222.

9203260257 Informs that Emergency Response Data Sys implementation plan submit-
ted in 911025 Itr acceptable.

HOFFMAN.S.T. Project Directorate 11-1. 92/03/23. HAIRSTON.W.G. Southern Nuclear
Operating Co. 2pp. 61165:101-61165:102.

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28,No viola-
tions noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear
Operating Co. 3pp. 61126:169-61126:173.

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28
(ref10CFR73.21).No violations noted.Major areas inspected:physical security program
including mgt support, security program plan & audit & testing & maint.
THOMPSON.D.. TILLMAN.A., MCGUIRE.D.R. Region 2 (Post 820201). 92/03/19. 2pp.
61126:172-61126:173.

G.  Adjudicator/ correspondence

9203050240 Informs of NRC understanding that util will be submitting exhibits list identi-
fying premarked util exhibits that duplicate NRC exhibits already admitted into evi-
dence. W/Certificate of Svc & NRC exhibit list.

HOLLER.E. Office of the General Counsel (Post 860701). #192 12644. 92/03/02.
BOLLWERK.G.P.. MORRIS.PA, CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 12pp. 60803:059-60803:070.

9203110027 Forwards util list of duplicated premarked exhibits. W/Certificate of Svc.
MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham,    Baker,    Hawthorne,    Williams    &    Ward).    #192    12667.    92/03/02.
BOLLWERK.G.P.. CARPENTER.J.H.. MORRIS.P.A. Atomic Safety & Licensing Board
Panel. 12pp. 60849:274-60849:285.

9203110048 Forwards listed info.including util vertical timeline as requested by
Carpenter.revised version of util list of duplicated pre-marked exhibits filed 920302 &
description of four revs made to list.W/Certificate of Svc.

MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham, Baker, Hawthorne, Williams & Ward). #192 12678. 92/03/05.
BOLLWERK.G.P.. MORRIS.PA, CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 21pp. 60850:073-60850:097.

-9203110055 Rept of util on level of silicone oil in gems level transmitters & grease
used in fan motors on 851130.* Util has reasonable assurance that as of 851130,pre-
mium RB grease being used in motors at issue in enforcement action.
MILLER.J.H. Alabama Power Co, MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham, Baker, Hawthorne. Williams & Ward). 92/03/05. 3pp. 60850:095-60850:097.

9203120305 Advises of mistakes involving list of exhibits transmitted to Ofc of Secretary
for util civil penalty hearing on 920211-14 & 18-21 .per 920228 Itr to C Cater.Records
show tha util exhibit 10 marked for identification on 920211.

DONOVAN.S.K. Atomic Safety & Licensing Board Panel. #192 12684. 92/03/05.
JOHNSON.S. Ann Riley & Associates. 2pp. 60886:001-60886:002.190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
